t 


JC 



I 


LIST OF ACCEPTABIF M^' rACTURFRS FOR THP 
SECTtONS OF THE SPFriFlfa TlONS SHOWN RFIQW- 


SECTION 1611 4. 


SCUAftE 0 COMPANY 
TJ. t CORE 

mjv mushy 

CHALFONT ttfC CO. 

ceorce kcrvhau 

R05R0Y WOUSmtES 

8 -list ENOURO C0uPOS"£ SYSTEM 

OR APPROVEO EQUAL 


SECTION 1619Q 


ITEM 2.01 


WIPES *W> fJJ«r<= 

ROUE CABLE CORPORA!©* 

THE OXOWIE COMPANY OR APPROVED EOUAL 

TKOUAS AND KITS CORPORATKW 

RAYCKDJ CORPORATION OR APPROVEO EOual 

g). SECTION ■ 

COMPANY 


HOFFMAN EWUiEi.- 

robroy noostries 
po«r Distribution control system 
square '0' compact 
automata switch co. 

CEKERal ElECTRiC CO. OR APPROVED EQUAL 


d) SECTION 1613S 


ITEM 1,Q 3 


boxes ASt? nrr.^ 
APFtETOH aECIRtC CO. 

HUBsai «c 

O-Z/CEDKEY 

SQUARE - 0' COMPANY OR APPROVEO EOUAU 


SECTION 16140 


ITE M 2.Q1 A 


8RYAW ElECTftC 
HU3SQ.L KC 

LGviTON MFC. CO. INC. OR APPROVED EOUAL 


0 SECTION 161 40 


ITEM 2.01 A ... 

APPiETON ELECIRiC CO, 
8-LKE SYSTEMS. INC. 

CPOUSE-KNOS. DMSKW Or COOPER LvouSTRfES. tvc 
UKSTRUT CORP. OR /PPROvEO EQUAL 

16250 

TPAWSfFR SwTf ^ 

AUtOWATtC SWTCH CO. . OR APPROVED EOUAL 


FEDERAL PAClfC mVOm OTIf ™ 

vwcisiA Tft*jjsroaw£RS or approved equal. 


n SECTION 16470 


ITEM 2.Q1A 


PAVHPQAP[ 1<; 

GENERAL ELECTRIC COMPANY 

SIEMENS EfiERCY AM) AUTOMATON. WC. 

SQUARE - 0" COMPACT OR APPROVED EOUAL 


i) SECTION 1647S 


tTEM 2.01A 


OVFRCUPRFN T PPOTFCTWT flFyS F- } 

circuit eoF Axeas avp safety «nwTcnrs 

CUTLER KJUJWER 

GENERAL EtECTRtC COuPAXY 

SQUARE 'D" COMPACT OR APPROVED EOUAL. 

COOPER 1N0USTRCS KC./BUSSMan DMSiON 
COULD iNCORPORATED/C'RCUiT PROTECTION WviSXSS 
COMMERCIAL ENCLOSEO FUSE COMPACT (CEFCO) 
OR APPROVED EOUAL, 


ANTENNA 
ocoea products 

Sinclair 

scala or approved equal 


APPROVED EOUAL. 

ml LIGHTING ARRFSTOR 

PQLYPrtASER INC. OR APPROVED EQUAL, 


irerarrmnHOMnr 


QRCWAL SCStO & SEAtXO BY 
NY. P.E fc« SA> 


Ram Communications 
Consultants, Inc. 

w*>»fid^. «J 07051 

(«8) l 0 , <K8) 6M-72M 


IHEHEBYCEflTffY THAT TWS 6 AIM AND( 
COPY OF CH6 OF THE CONTRACT WAWN 

M THE FORM W WHICH SAO C^W«S5«SWAT 
THE TOETH6 SAO CONTRACT WAS EXECUTED fft <" 


The. 
World 
Trade 
Center. 


STANDBY POWER 
5 WORLD TRADE CENTER 


COMMUNICATIONS 


KEY PLAN 
9th FLOOR 
WTC N0.5 






as. _ tku^ 



AS MOTTO 

WTC-945.071 

E-804 


I 


